To:  Younes,  Lina[Younes. Lina@epa.gov] 

From:  Morin,  Jeff 

Sent:  Fri  8/14/2015  4:01:48  PM 

Subject:  RE:  Text  for  GKM  Spanish  banner 


Of  course  not!  I forgot  to  publish  it. 


<red  face> 


Wait  2 minutes,  then  hold  the  shift  key  down  when  you  refresh  el  browser. 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Younes,  Lina 

Sent:  Friday,  August  14,  2015  11:59  AM 
To:  Morin,  Jeff 
Cc:  Younes,  Lina 

Subject:  Text  for  GKM  Spanish  banner 


Jeff, 


The  Spanish  Gold  Mine  page  still  doesn't  appear  on  the  Spanish  homepage. 


Pending  Danny's  approval,  here's  the  text  for  the  Spanish  banner 
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Respuesta  a la  Mina  de  Gold  King 


EPA  trabaja  muy  de  cerca  con  los  equipos  de  primera  intervencion  y los  funcionarios 
locales  y estatales  para  proteger  a los  ciudadanos  del  agua  contaminada  por  el 
derrame. 

Lea  mas.  http://espanol.epa.gov/espanol/respuesta-de-emerqencia-al-derrame-de-la-mina-king- 

gold-en-aqosto-201 5 


If  there  is  space  for  the  caption,  here's  a shortened  Spanish  version: 


El  12  de  agosto  de  2015:  Administradora  de  EPA  Gina  McCarthy  en  Durango,  CO 


Lina  Younes 

Multilingual  Communications  Liaison 
Office  of  Web  Communications 
U.S.  Environmental  Protection  Agency 
1200  Pennsylvania  Ave.,  NW,  RM  251 3-K 

William  Jefferson  Clinton  North  -Mail  Code:  1703A 

Washington,  DC  20460 

202-564-9924 

vounes.lina@epa.gov 
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Visit  EPA's  Spanish  website:  www.epa.gov/espanol 

Facebook.com/epaespanol 

Twitter.com/epaespanol 
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